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ABSTRACT 

We present the results of a one year monitoring campaign of the Seyfert 1.9 galaxy 
NGC 2992 with RXTE. Historically, the source has been shown to vary dramatically 
in 2-10 keV flux over timescales of years and was thought to be slowly transitioning 
between periods of quiescence and active accretion. Our results show that in one year the 
source continuum flux covered almost the entire historical range, making it unlikely that 
the low-luminosity states correspond to the accretion mechanism switching off. During 
flaring episodes we found that a highly redshifted Fe K line appears, implying that the 
violent activity is occurring in the inner accretion disk, within ~ 100 gravitational radii 
of the central black hole. We also found that the Compton y parameter for the X- 
ray continuum remained approximately constant during the large amplitude variability. 
These observations make NGC 2992 well-suited for future multi-waveband monitoring, 
as a test-bed for constraining accretion models. 

Subject headings: galaxies: active - galaxies: Seyfert - line: profiles - X-ray: galaxies - 
X-rays: individual (NGC 2992) 


1. INTRODUCTION 

NGC 2992 is a relatively nearby ( z = 0.00771) Seyfert 1.9 galaxy. Observations of NGC 2992 
have been made by every X-ray mission since its discovery by HE AO — 1 in 1977 (Piccinotti et 
al. 1982). Fig. 1 shows the historical light curve (2-10 keV flux) for X-ray observations over the 
past ~ 30 years (Piccinotti et al. 1982, Mushotzky 1982, Turner & Pounds 1989, Turner et al. 
1991, Nandra & Pounds 1994, Weaver et al. 1996, Gilli et al. 2000, Yaqoob et al. 2007). In 
1994, ASCA observed NGC 2992 to have a very low X-ray continuum flux compared with previous 
observations (Weaver et al. 1996), down by a factor of ~ 20 since it was first detected. The ASCA 
data revealed a very prominent, narrow Fe K a emission line, believed to have originated in matter 
distant from the supermassive black hole (possibly in the putative obscuring torus). Later, X-ray 
observations with BeppoSAX (Gilli et al. 2000) showed a revival to a high-flux state. This was 
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accompanied by complex variability in the Fe Ka line profile, which appeared to have possible 
contributions from radiation originating in both the accretion disk and distant matter. Gilli et al. 
(2000) suggested that the variation in continuum flux was evidence of quenching and revival of 
accretion on a timescale of years. In fact, they believed that BeppoSAX witnessed a revival of the 
AGN between its two observations, which were separated by about a year in the period 1997-1998. 
Not shown in Fig. 1 is a third observation made by BeppoSAX dinring its last week of operation 
in April 2002, from which only PDS data were taken (see Beckmann et al. 2007). Hard X-ray data 
taken by INTEGRAL (in 2005 May) and Swift (in 2005-2006) are also presented by Beckmann 
et al. (2007). 

We obtained observing time for a one-yeax monitoring campaign of NGC 2992 with the Rossi 
X-ray Timing Explorer ( RXTE ) beginning in 2005. NGC 2992 had never been observed with RXTE 
prior to this campaign. The goal was to test the response of the Fe Ka line to the variation in 
the X-ray continuum.' Spectral analysis of these data revealed an unexpected result: the variation 
in flux for the twenty-four RXTE observations covered nearly the entire dynamical range in flux 
in the historical data in less than a year. Previously it was thought that the variation occurred 
over decades, but the RXTE data showed flares in the X-ray continuum flux on timescales of 
days. Additionally, the Fe Ka emission line (that is present in the majority of the observations 
and centered at ~ 6.4 keV in most cases) was redshifted and broadened during high-flux periods, 
implying that we may have been witnessing short-term flaring activity (on the order of days to 
weeks) from the inner regions of the accretion disk. 

In §2, we describe the RXTE data and our data reduction process. We describe the results 
of our spectral analysis of the data in §3, including a discussion of the variability of the Fe Ka 
emission line and the physical implications. In §4 we summarize the conclusions of our analysis. 
An Appendix is included to discuss a calibration feature found in the data in the 8-9 keV range. 


2. OBSERVATIONS & DATA REDUCTION 

NGC 2992 was observed between 2005 March 4 and 2006 January 28 by the RXTE Propor- 
tional Counter Array (PCA: Jahoda et al. 2006). We obtained data from a total of twenty- four 
observations. The observation log is given in Table 1; hereafter we will refer to each observation as 
obs 1 to 24 as listed in Table 1. It can be seen that the interval between observations ranged from 
~ 3 to 33 days. 

The PCA is an array of five Proportional Counter Units (PCUs), each with a net geometric 
collecting area of ~ 1600 cm 2 (Jahoda et al. 2006). Each PCU consists of 3 layers of a mixture 
of Xenon (90%) and Methane (10%) gas and a 1° collimator (FWHM). For energies less than 10 
keV, ~ 90% of the cosmic photons and 50% of the internal instrumental background are detected 
in the top layer (layer 1) of the Xenon/Methane detector. Therefore, in order to maximize the 
signal-to-noise ratio, only data from layer 1 of the PCUs were used. 
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Fewer of the PCUs were in operation later in the mission, so we did not obtain data from all 
five units. For two observations (obs 2 and obs 3), PCUs 0, 1, and 2 were operational; however, 
only PCU 0 and PCU 2 were operational for all twenty-four of the NGC 2992 observations. In 
order to perform a uniform analysis of all of the observations, we discarded the PCU 1 data for obs 
2 and obs 3, and only used data from PCU 0 and PCU 2. 

In the spring of 2000 (May 12), the propane layer in PCU 0 lost pressure and thus the calibra- 
tion and background subtraction model were adversely affected (Jahoda et al. 2006). Since then, 
the calibration and background estimation have improved, so we retained the PCU 0 data, but 
performed initial analyses on PCU 0 and PCU 2 separately, in order to check for inconsistencies in 
the two detectors. We found the variation in the results from spectral fits to the data from the two 
detectors to be statistically insignificant. As we will describe in §3, we analyzed the spectra from 
the combined PCU 0 plus PCU 2 data in addition to the individual PCU data in order to obtain 
better statistics on the important model parameters. 

The data were selected to exclude time intervals when the Earth’s elevation angle was less than 
10°, during passage of the satellite through the South Atlantic Anomaly (SAA), and the during 
times of high electron contamination (ie, the housekeeping parameter ‘ELECTRON2’ was greater 
than 0.1). The background was estimated with the program PCABACKEST, using the mission-long 
‘Faint’ model file pca_bkgd_cmfaintl7_eMv20031123.mdl (Jahoda et al. 2006). Spectral response 
matrices were made for each of the observations for both PCU 0 and PCU 2 using pcarmf version 
10.1 and the channel-to-energy calibration file pca_e2c_e05v03.fits. 

We extracted spectra and light curves for PCU 0 and PCU 2 for each of the twenty-four 
observations. In addition, we co-added the PCU 0 and PCU 2 data to make twenty-four combined 
(PCU 0 + PCU 2) spectra. In obs 7 and obs 15, we found flares in the PCU 0 light curves, so we 
applied further data selection with time cuts to remove those periods from the PCU 0 data. These 
selection criteria resulted in net exposure times for the PCU 0 + PCU 2 data in the range of ~ 1.5 
to ~ 6.5 ks, as shown in Table 1. The grand total integration time for the twenty-four observations, 
summed over PCU 0 + PCU 2, was 133.088 ks. The mean, full-band, background-subtracted count 
rates for the combined PCU 0 -I- PCU 2 data varied by over an order of magnitude, ranging from 
~ 0.8 to ~ 10.6 cts/s (see Table 1). 


3. SPECTRAL FITTING RESULTS 

We modeled the PCA spectra using XSPEC version 11.3.2 (Arnaud 1996). Preliminary exam- 
ination of the spectra revealed poor background subtraction above ~ 15 keV. Since the PCA data 
below ~ 3 keV are not well calibrated (Jahoda et al. 2006), we performed spectral fitting in the 
3-15 keV range. We used x 2 as the fit statistic. In all of the model fitting the Galactic column 
was fixed density at Ah = 5.26 x 10 20 cm -2 (Dickey & Lockman 1990). Although the 3-15 keV 
energy range is not sensitive to Galactic absorption, we included it for consistency with models in 



the literature that were fitted to lower energy data. All model parameters will be referred to in the 
source frame. 


3.1. Individual Observation Fits 

We fitted a simple power-law model to each of the spectra for the twenty-four observations, 
initially for the PCU 0 and PCU 2 data separately and subsequently for the combined PCU data. 
This model consisted of two free parameters, namely the photon index (r) and the power-law 
normalization. We found, in most cases, that the plots of the data/model ratios of the twenty-four 
combined PCU spectra showed residuals that may correspond to the Fe Ka emission line known 
to be present in the source (e.g. Weaver et al. 1996, Gilli et al. 2000). Each case was confirmed 
by examining the separate PCU 0 and PCU 2 fits. 

We therefore proceeded to fit a power-law plus a Gaussian emission-line component to the 
three sets of twenty-four spectra. The model consisted of five free parameters: the power-law 
normalization, T, the centroid energy of the line (Ep e kq) in keV, the intrinsic line width (crp e Ka) 
in keV, and the intensity of the line (/Fe Ka) in photons cm -2 s -1 . Although for eight of the twenty- 
four fits the probability of obtaining values of x 2 as high as those measured from the data by chance 
was less than 10%, we note that our data do not include compensation for systematic errors so the 
goodness of fits cannot be assessed by consideration of the values of x 2 alone. We will return to this 
question when discussing fits to grouped data sets (§3.4). In cases where the line energy could not 
be constrained, the fit was repeated with the Fe Ka energy fixed at the neutral Fe value of 6.4 keV. 
In obs 22-24, where the width of the line could not be constrained (the line was too weak), we fixed 
the intrinsic Gaussian line width at ap e Ka = 0.05 keV in order to obtain statistical errors on the 
line intensity. This width is much less than the PCA energy resolution (A E ~ 1.02 keV FWHM at 
6 keV, Jahoda et al. 2006). For seventeen of the twenty-one remaining data sets, the decrease in 
X 2 ranged from 6.3 to 22.2 for the addition of three free parameters for the line, compared to the 
continuum-only fits. This corresponds to detections of the line at a confidence level greater than 
90% (Ax 2 = 6.251 for three parameters). Three of the remaining four observations (obs 2, 11, and 
12) had detections of the line at greater than 68% confidence (Ax 2 = 3.506 for three parameters) 
and one (obs 15) had a detection at only marginally less than 68% confidence (Ax 2 = 3.4). 

We compared the values of T, E? e Ka-, ap e Ka-, and Jp e Ka that were obtained from spectral fits 
to the PCU 0 data with those obtained from the PCU 2 data and found no evidence of systematic 
differences. For example, Fig. 2a and Fig. 2b show plots of FfPCU 0) vs. T(PCU 2) and /p e Ka 
(PCU 0) vs. Jp e Ka (PCU 2) respectively. Also, the ratios of the data to the model for PCU 0 and 
PCU 2 showed no systematic anomalies within the statistical errors. Therefore, hereafter we refer 
only to the results obtained from the combined PCU 0 + PCU 2 spectral fits. 

The power-law plus Gaussian fit results for the combined PCU data are shown in Table 2. 
Statistical errors for each parameter in Table 2 are 68% confidence for n interesting parameters, 
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where n — 2 or 3 (corresponding to Ax 2 = 2.279 and 3.506 respectively), depending on the number 
of parameters that were fixed in order to obtain stable fits during the error analysis. The power-law 
normalization is not included as an interesting parameter. Quoting the 68% confidence (lcr) errors 
facilitates statistical analysis of the results. We also quote (in brackets, below the best-fit values) 
90% confidence ranges for one interesting parameter (Ax 2 = 2.706), for comparison with other 
results in the literature. Parameters that' were fixed are labeled with ‘/’ i n Table 2. 

For twenty-one of the data sets, statistical errors were found for crp e Ka by fixing the line 
energy at the best-fit value and statistical errors were found for Ep e Ka, Ipe Ka, and F by fixing 
the line width at the best-fit value. Therefore, for these cases, 68% confidence errors were found 
using Ax 2 = 3.506 ( n = 3) for all interesting parameters. The fits became highly unstable if we 
allowed both crp e kq and Ep e Ka to be free during the error analysis. A stable fit for the line was not 
obtained for obs 22, 23, and 24 since the line was not detected with sufficient statistical significance 
in these observations. In these cases, it was necessary to fix both the line energy at 6.4 keV and 
the line width at 0.05 keV to obtain statistical errors (n = 2) for the remaining free parameters 
(•fpe Ka and r). 


3.2. Light Curve 

In order to facilitate comparison with the literature, we calculated the 2-10 keV continuum flux 
and luminosity values by extrapolating the 3-15 keV models down to 2 keV. The 2-10 keV fluxes 
and luminosities are presented in Table 2. All fluxes 1 are observed-frame values, not corrected for 
absorption. All luminosities are rest-frame values, corrected for absorption. 

The ~ 1 year light curve (Fig. 3 ) ranges from ~ 0.8 x 10 -11 to ~ 8.9 x 10 -11 ergs cm -2 s _1 in 
2-10 keV flux. The 2-10 keV luminosity ranges from 0.11 x 10 43 to ~ 1.17 x 10 43 ergs s -1 (assuming 
H 0 = 70 km s _1 Mpc -1 , A = 0.73, ft = 1), while the fraction of the Eddington luminosity (L/L e< a) 
ranges from ~ 1.5 x 10~ 3 to ~ 1.8 x 10 -2 , assuming a black hole mass of 5.2 x 10 7 M© (Woo & 
Urry 2002). Historically, Z/Z e dd has ranged from 0.8 x 10 3 to ~ 1.9 x 10 2 . The first RXTE 
observation, which had the highest flux, was followed by two additional high-flux peaks (obs 4 and 
obs 8). The flux then dropped to ~ 1 x 10 -11 ergs cm -2 s -1 during obs 9 to obs 12. This was 
followed by a slight rise in flux for obs 13 and obs 14. The flux measurements in the remaining 
observations stayed in the 1 — 2 x 10 -u ergs cm -2 s _1 range, with the last three appearing to make 
an upward turn. 


1 Note: RXTE absolute fluxes axe systematically higher than ASCA, BeppoSAX , Chandra , and XMM-Newton by 
~ 10 — 20% due to the particular spectrum and normalization adopted for the Crab Nebula for calibration of the 
PC A (Jahoda et al. 2006). 
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3.3. Continuum & Fe K Emission Line 


The photon index, F, ranged from ~ 1.61 to ~ 2.25. A plot of F versus 2-10 keV flux is given 
in Fig. 4. It is interesting to note that, despite the significant variation in flux, F is consistent 
with a constant value within the statistical errors. (The weighted average of T is 1.732 ± 0.022; the 
implications of this are discussed later in §3.4.3). Utilizing the 68% confidence statistical errors, 
we show in Fig. 5 the best-fit line energies plotted against the 2-10 keV luminosity from each 
observation, except for the observations in which £pe Ka had to be fixed (represented by open 
circles on the plot). With the exception of observations that were made when NGC 2992 was in a 
high-flux state, the line energies are consistent with 6.4 keV, confirming the presence of an Fe K a 
emission line from cool matter in the source. In the high-flux spectra, the centroid energy of the line 
was found to be ~ 5.6 keV. As will be discussed later, this may correspond to a broad component 
in the Fe K a line complex due to redshifted emission resulting from enhanced illumination of the 
line-emitting material in close proximity to the central black hole. 

The line width, crp e k a> was a free parameter in twenty-one of the twenty-four combined PCU 0 
plus PCU 2 fits. For these observations, the best-fit value for <7p e Ka ranged from 0.0 to 1.1 keV, 
often with large statistical errors. A plot of Fe Ka line intensity (Jp e Ka ) vs. 2-10 keV luminosity is 
given in Fig. 6. Although the 2-10 keV luminosity varies by a factor of ~ 11, we see from Fig. 6 that 
the line intensity variability amplitude appears to be less than that of the continuum. While the 68% 
confidence errors of the line intensity covered a range of 0.0 to 46.2 x 10~ 5 photons cm -2 s _1 , the 
weighted mean of 7p e Ka was ~ 6.6 ± 1.0 x 10 -5 photons cm -2 s -1 . The results imply a constant 
line intensity or significant time delays between the response of the line emission to continuum 
variations. For comparison of the emission line and continuum variability, we show in Fig. 7 the 
results of L/Xpedd) P, -Ep e Ka> ^Fe Ka for the twenty-four observations versus time. As shown in 
Fig. 8, there is no clear trend in the variation of the Fe Ka line EW with 2-10 keV continuum 
luminosity. Although there is larger variation at lower luminosities, the uncertainty is also greater. 
At higher luminosities, the EW appears to tend towards values less than 500 eV. 


We can compare our measured values of the Fe Ka line intensity with the theoretical expecta- 
tion in the limit of a Thomson-thin spherically-symmetric distribution of gas surrounding a central 
X-ray source. In the limit of low redshift, the theoretical value of /p e Ka is 
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(see for example Yaqoob et al. 2001), where X 2-10 is the 2-10 keV luminosity and (Aft/47r) 
is the fraction of the sky covered by the line-emitting region, as seen by the source. Here L is 
the measured luminosity and < L > is representative of the historically averaged luminosity on 
timescales greater than the light-crossing time of the line-emitting region. The factor h 70 is defined 
as f 70 km ' s-* Mpc- 1 )’ where Hq is the Hubble constant. is the column density of the shell. 
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The value of Ap e is the iron abundance in the emitting material (relative to hydrogen) and u k is 
the fluorescence yield. All of the factors in parentheses involving the photon index in equation 1 
evaluate to ~ 1 for T = 1.7, the approximate mean value found for NGC 2992 from the RXTE 
observations. 


Overlaid on Fig. 6 are four theoretical ipe Ka versus luminosity curves corresponding to values 
of ( io^cm-a ) e 1 ua i to 0.1, 1,5 and 10. The curves were calculated using equation 1 with 

= 1 and T = 1.732, the weighted mean value of the photon index. We took Ap e to be 4.68 x 10 -5 , 
the solar value given in Anders and Grevesse (1989), and we used the value u k = 0.34 as given 
in, for example, Palmeri et al. (2003). The typical line-of-sight 7% that has been measured by 
Suzaku and other missions is ~ 10 22 cm -2 . For this value, = 1 corresponds to the shallowest 
theoretical line shown on Fig. 6 (labeled with ‘0.1’), which is not a good representation of these data. 
Better agreement is given by a larger value of (^^) (lo^cnF 7 )’ i m plyi n g that the line-of-sight 
Nr is not representative of the entire system and/or the observed variation in the line intensity is 
affected by time delays following continuum variations. Values of ( lo^cLi ' - 2 ) ~ 5 — 10 are 

more likely. 


For the other extreme, a Compton-thick reprocessor, the Fe K line equivalent width (EW) 
depends on the reprocessor geometry and its orientation with respect to the observer. However, 
we can identify two very general scenarios regardless of the details of the geometry. The two cases 
correspond to whether or not the structure’s orientation and/or geometry is such that it intercepts 
the line-of-sight between the X-ray continuum source (that illuminates the reprocessor to produce 
the Fe K emission line) and the observer. If the X-ray continuum is obscured, then the Fe K line 
EW can be in the range of hundreds to thousands of eV, but if it is not (in which case the Fe K line 
is observed in ‘reflection’ - i.e. from the same surface that is illuminated by the continuum) the EW 
is typically not more than ~ 200 eV. Examples of Monte Carlo simulations of such scenarios can be 
found in Ghisellini, Haardt, and Matt (1994) and references therein. What is apparent from these 
calculations is that for a given geometry and orientation, the EW of the Fe K line, as a function 
of the value of the highest column density through the reprocessor, reaches an asymptotic value 
once the structure becomes ComptOn-thick. Therefore, for the purpose of simple estimates and 
comparison with the Compton-thin case, one can parameterize all of the Compton-thick models 
by the asymptotic value of the Fe K line EW for the time-steady, static limit for a constant X-ray 
continuum. We can then express the intensity of the Fe K line in terms of the 2-10 keV luminosity 
of a steady-state illuminating X-ray continuum and directly compare that with the Compton-thin 
scenario. For the Compton-thick case we get 
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where Eq is the rest frame energy of the Fe K line photons in keV. All of the factors in parentheses 
involving the photon index in equation 2 evaluate to ~ 1 for T = 1.7. 
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Lines of Fe Ka line intensity versus 2-10 keV luminosity are overlaid on Fig. 6 for several values 
of the asymptotic EW. This asymptotic EW parameter bundles the unknown information about 
the geometry and orientation of the reprocessor into a single number and is degenerate with the 
factor that represents the ratio between the the historical luminosity, averaged on timescales 
longer than the reprocessor light-crossing time, and the observed continuum luminosity. We used 
the weighted mean value of T = 1.732 and assumed that the line arises from neutral Fe. Using 
equation 2, we calculated theoretical curves for (■^^•)EW=100, 250, 500, 750, and 1000 eV. It can 
be seen in Fig. 6 that the RXTE data points cover the range of theoretical values of the EW from 
100 to 1000 eV for = 1, and therefore the data do not rule out either extreme of reflection or 
transmission through a Compton-thick reprocessor. However, the case of transmission (EW=1000 
eV) appears to be unlikely since this would require the historically averaged luminosity (< L >) to 
be lower than than the RXTE luminosities in order to fit the data. Since the RXTE data covers 
nearly the entire historical range in luminosity, we would expect < L > to be larger than the lowest 
RXTE luminosity values. 

The narrow Fe Ka line found by Suzaku had an intensity of 2.49^q^q x 10 -5 photons cm -2 s -1 
(Yaqoob et al. 2007), which is generally smaller than the values obtained by RXTE . The excess 
measured by RXTE could be due to part of the flux from an underlying broad line, which cannot 
be decoupled from the narrow line due to the poor PCA resolution. 


3.4. Grouped Data 

In order to better constrain the key model parameters and investigate variability in more 
detail, we combined groups of the twenty-four spectra into six data sets. The groups are identified 
on Fig. 3. Group 1 (filled circles) consists of the three high-flux observations that were completed in 
the earlier part of 2005 (obs 1, 4, 5). The observations in an intermediate-flux state were combined 
in group 2 (stars; obs 2, 3, 6, 7, 13, 14). The remaining, low-flux observations were broken up 
chronologically to create group 3 (squares; obs 5, 9, 10, 11, 12), group 4 (triangles; obs 15, 16, 17), 
group 5 (diamonds; obs 18, 19, 20, 21), and group 6 (open circles; obs 22, 23, 24). As before, we 
fitted a simple power- law to the 3-15 keV data. Plots of the ratios of the model to the grouped data 
sets are given in Fig. 9. We used different y-axis scales on these plots in order to clearly display 
the spectral features. We found, again, clear residuals at ~ 6.4 keV for each of groups 2, 3, 4, and 
5. In group 1 the residuals appeared to peak at an energy lower than 6.4 keV, while in group 6 no 
line-like residuals were evident. We fitted the data again, adding a Gaussian component to model 
Fe Ka line emission. Table 3 gives the results of these fits and the plots of the ratios of the data 
to this model are shown in Fig. 10. The results were consistent with those from the individual 
observations. The addition of a Gaussian component to the model gave a better fit for groups 1 
through 5, with x 2 decreasing by at least 19.9 for the addition of three free parameters. However, 
the absolute x 2 values remained high. Although Table 3 shows that the probability of obtaining 
these values by chance is very small, the x 2 values do not take into account systematic errors in the 
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data and therefore axe not an adequate assessment of the goodness of the model fits. The Pe K a 
line was not significantly detected in group 6. However, we were able to derive a line intensity with 
a non-zero lower limit (at 68% confidence) by fixing the line centroid energy and width (crpe k q ) at 
6.4 keV and 0.05 keV respectively (see Table 3). 

The 2-10 keV flux ranged from ~ 1.1 x 10~ u to ~ 7.4 x 10 -11 ergs cm -2 s -1 . The photon 
index ranged from ~ 1.71 to ~ 1.96, with a weighted mean of ~ 1.733 ± 0.022. The emission 
line energy appeared to be consistent with the neutral Fe value of 6.4 keV except for group 1, the 
high-flux group, where the centroid peaked at ~ 5.6 keV. Excluding group 6, the best-fit value of 
<xp e k a ranged from 0.00 to 0.89 and the best-fit EW of the line ranged from ~ 200 to ~ 700 eV. 
The weighted mean value of Jp e k q for all six groups was ~ (6.6 ± 1.0) x 10 -5 photons cm -2 s" 1 
and the weighted mean value for groups 2 through 5, where the 6.4 keV Fe K line dominated, was 
~ (7.5 ± 1.2) x 10~ 5 photons cm -2 s -1 . 

We directly compared the results from the grouped data fits with the results from the individual- 
observation fits by over-plotting the group values on the figures discussed in §3.1. The grouped 
data points are marked with crosses in Fig. 4, Fig. 5, Fig. 6, and Fig. 8. Like T, the EW of the 
Fe Kq line did not appear to vary significantly between the groups (corresponding to a weighted 
mean value of 310 ± 48 eV for groups 1 through 5), although the EW values are consistent with 
the trend of being smaller for higher continuum luminosities. However, within the 68% confidence 
errors, the intensity of the Fe Ka line appears to be higher during the high- luminosity observations, 
as shown in Fig. 6. In addition, Fig. 5 shows the distinct difference in the energy of the Fe Ka line 
between the high-luminosity grouped data and the lower-luminosity grouped data. We investigate 
this further in §3.4.2. 

In Fig. 10 we see that sometimes there appears to be a statistically significant ‘dip’ in the 
spectrum between ~ 8 and 9 keV. Even though the residuals in this region are sometimes as large 
as those in the Fe K band (when compared to a simple power-law), we believe that the 8-9 keV dip 
is an artifact of the background subtraction model and we are confident that the Fe K emission- 
line measurements are reliable because they are in large part consistent with our knowledge from 
observations and measurements with other missions. Our reasons for believing that the 8-9 keV 
dip is an artifact are detailed in the Appendix. Since such an artifact in the spectrum can adversely 
affect fitted values of the model parameters when a Compton-reflection continuum is included in 
the model, we omitted three spectral channels (in the range of 7.7~9.5 keV) in subsequent spectral 
fitting to remove the dip. 


3.4-1- Compton Reflection 

The effect of Compton reflection is important to consider when modeling spectra of AGNs (e.g. 
Reynolds & Nowak 2003 and references therein). Although the RXTE spectral band used here is 
not very sensitive to a Compton-reflection continuum, we added a reflection component to our 
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model (hrefl in XSPEC; see Dovciak, Karas, & Yaqoob 2004) in order to ensure that our results are 
robust. The resulting model has six free parameters including the so-called reflection fraction, R, in 
addition to the power-law normalization, T, Ep e k ai CFe Ken and IFe Ka- R is the normalization of 
the reflection continuum relative to that expected from a steady-state, X-ray illuminated, neutral 
disk subtending a solid angle of 2n at the X-ray source. The Compton-reflection model used here 
assumes a centrally illuminated, neutral, infinite disk with the abundance of Fe fixed at the solar 
value from Anders & Grevesse (1989). We investigated the variation in Jp e Ka for values of R 
between 0 to 3 by creating confidence contours of Jpe Ka versus R. We found in general that 
the best fit value of R was consistent with 0 and that it did not significantly impact the value 
of IFe Ka(the 99% confidence contours were open and flat over the range in R considered). Since 
the upper bound on R was not well-constrained either, we do not include Compton reflection in 
subsequent fits unless otherwise noted. 


3. 4- 2. Variability of the Broad Component of the Fe K Line 

In order to explore the apparent difference between the high- and low-flux states further, we 
combined all of the spectra from the observations which made up groups 3, 4, and 5 (low- flux) 
to compare with the group 1 (high-flux) spectrum. We did not include group 6 in the low-flux 
spectrum since the Fe Ka line was not significantly detected in these observations. 

Confidence contour plots of Jp e Ka versus Ep e Ka for the high- and low-flux groups are shown 
in Fig. 11. The model used included Galactic absorption, a power-law continuum, and a Gaussian 
line. Interestingly, the contours for the two sets of data are mutually exclusive at 99% confidence. 
As can be seen in Fig. 6, we did not detect the same order of magnitude increase in intensity of the 
Fe Ka line as in the 2-10 keV continuum luminosity. We do, however, see a broadening as well as a 
significant shift in the centroid energy of the detected Fe Ka line from ~ 6.3 keV in the low state to 
~ 5.6 keV in the high state. It is possible that we are seeing two different components of the Fe Ka 
line complex: a component (with a centroid energy near 5.6 keV), originating in the accretion disk 
close to the black hole, that is broadened and redshifted due to Doppler and gravitational effects, 
and a narrow component (with a centroid energy closer to 6.4 keV) from more distant material. 
The increase in the redshifted line flux in the high state may be due to a localized flare close to the 
black hole. 

We investigated the extent to which the redshifted, broad Fe K emission component and the 
narrow, distant-matter Fe K lines may be present in both the low- and high-flux states by fitting 
both high- and low-flux groups with a second Gaussian added to the previous power law plus 
Gaussian line model. We fixed the centroid energy of one Gaussian at 6.3 keV, the best-fit value 
for the low-flux group in the previous, single Gaussian fit and we fixed the other at 5.6 keV, the 
corresponding best-fit value for the high-flux group. The confidence contours of the dual Gaussian 
fit for the two groups are shown in Fig. 12. The contours for the two groups are mutually exclusive 
only up to 90% confidence. The contours show that it is also possible that both components don’t 
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necessarily exist in both of the data sets (only a broad line is definitively detected in the high-flux 
group, only a narrow line in the low-flux group). On the other hand, at 99% confidence, both of 
the components may be present in both the high- and the low-flux states. 

In order to determine the implications for the proximity of the flaring region to the black hole, 
we fitted a diskline component in XSPEC (see Fabian et al. 1989) to the high flux data in order to 
model the redshifted line. The parameters of the diskline model are the rest-frame line energy {Eq), 
the power law index of the emissivity (q, where the emissivity~ r q ), the inner and outer radii of 
the disk emission (i?j n and i? ou t respectively) relative to the central black hole, and the inclination 
angle of the disk with respect to the line-of-sight of the observer (Robs)- We included a power-law 
continuum component in the model as well as a Gaussian component with the line energy (Ep e kq 
) fixed at 6.4 keV and ap e Ka at 0.05 keV in order to model a possible narrow component to the 
Fe K line complex (although none was detected). For this fit, we also included Compton reflection 
(as described in §3.4.1) since the parameter constraints may be different when the emission line 
is modeled as a disk line rather than a Gaussian. Therefore, this model had five free parameters: 
T, /Fe Ka, the reflection fraction (/?), 6 0 ^ s , and R ont . We fixed Eq — 6.4 keV in the rest frame, 
R\ a — 6/2g = 6 GM/c 2 , and q — —1.5. This value of q is consistent with the value found from 
Suzaku data (see Yaqoob et al. 2007). We plotted confidence contours of the intensity of the disk 
line versus the outer radius and found that at 99% confidence, the line originated within ~ 100 
gravitational radii of the black hole (see Fig. 13). According to this interpretation the inner disk 
(and consequently the redshifted broad component of the Fe line) in the high state appears to have 
been temporarily enhanced during the flare. A similar event was observed in the Seyfert galaxy 
MCG -6-30-15 by Iwasawa et al. (1999) in which the Fe K line centroid shifted to ~ 5 keV and 
the 6.4 keV component was not the prominent peak as it usually is in that source. Although the 
narrow line emission may have been present during the high-flux state of NGC 2992, it is possible 
that the continuum swamped the line so that we were unable to detect it. 

The quasi-simultaneous Suzaku observations of NGC 2992 (see Fig. 3; Yaqoob et al. 2007) 
showed evidence of a persistent, broad, disk line component with an intensity of 1.91° q x 10~ 5 
photons cm -2 s _1 (90% confidence for one interesting parameter). Such a disk line likely originates 
from a larger region of the disk than that found in the RXTE flare spectra and so does not have 
a highly redshifted apparent centroid energy compared to 6.4 keV because there is relatively more 
line emission from larger radii. In the RXTE data, we found the upper limits on the intensity of 
a persistent, extended (i? 0 ut = 1000/Jg) disk line (at 6.4 keV in the rest frame of the disk) for 
the high- and low-flux groups to be 5.4 x 10~ 5 and 5.8 x 10~ 5 photons cm -2 s -1 (90% confidence 
for one interesting parameter) respectively. Thus, the continuous presence of a persistent disk line 
with the line intensity observed in the Suzaku data, in addition to the flaring disk line and the 
distant matter component, is not ruled out by the RXTE data. 
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3. 4-3. Thermal Comptonization Model 

The flaring behavior in the RXTE data strongly supports the idea that X-rays originate in a 
corona above the accretion disk. If the X-ray source is in fact a corona above the disk, a flare from 
the inner region of the disk could significantly intensify a particular part of the fine profile, making 
the whole line appear to be redshifted. On the other hand, a flaring, centrally located source would 
simply intensify the entire line and therefore the centroid would not be redshifted. The slope of the 
power-law continuum (r) holds important information about the temperature and optical depth of 
this plasma from which the X-rays are thought to originate. As a final investigation, we fitted the 
mean spectrum of the twenty-four observations with a thermal Comptonization continuum model 
(comptt in XSPEC; see Titarchuk 1994) in addition to Compton reflection (hrefl) and a Gaussian 
emission-line component to fit the main Fe K a line (the redshifted component and the persistent 
broad line can be ignored since these are not significantly detected in the total, 24-observation 
spectrum). In the thermal Comptonization model the X-ray continuum is formed by Compton- 
upscattering of lower-energy, thermal photons in a plasma with temperature kT and optical depth 
r. The free parameters in the model were kT , r, the normalization of the Comptonized continuum, 
the centroid energy of the Fe Ka line, and the intensity of the Fe K a line. The intrinsic width of the 
Fe Ka line was fixed at 0.05 keV. A disk geometry was assumed for the thermal Comptonization 
model. The model was fitted with two values of R, namely 0 and 1, because allowing R to be a 
free parameter led to too much interaction between R and kT, resulting in physically unreasonable 
solutions. That is, large values of R tried to counteract the steep high-energy drop-off in the 
spectrum for low values of kT. The other components for the reflection model were fixed at the 
values given in §3.4.1. The Comptonization model is not sensitive to the seed photon temperature, 
which was fixed at 0.1 keV. This model was used to create confidence contour plots of kT versus r. 

The 99% confidence contour of kT versus r for the summed spectrum of the twenty-four 
observations, with R = 0 (solid line), is shown in Fig. 14. For comparison, the 99% confidence 
contour for the same model but including a reflection component (R = 1, dotted line) is also shown 
in Fig. 14 . As these contours show, there is an infinite range of pairs of allowed kT and r values. 
However, both contours occupy narrow bands on the plot, with ( kT)r ~ 20 - 50 for R = 1 and 
(kT)r 25 — 50 for R = 0. Since T is effectively decomposed into two degenerate parameters in this 
model (T is proportional to the Compton y parameter which is a function of (kT)r), the contours 
are not closed. Inclusion of higher energy X-ray data is needed for more conclusive measurements 
of these parameters because kT could then be constrained directly by the data. Although high- 
energy data is available for the two BeppoSAX observations of NGC 2992, Gilli et al. (2000) 
did not address the question of constraining the high-energy cut-off of the power-law continuum 
(the cut-off was arbitrarily fixed in their model fitting). However, Beckmann et al. (2007) find 
no evidence for a cut-off out to ~ 200 keV, based on analyses of BeppoSAX, INTEGRAL, and 
Swift data, implying that the scattering corona is Compton-thin. If T is truly constant during 
the large amplitude variation (see Fig. 4), then this would imply that the Compton y parameter 
remains steady and any accretion model must account for this. 



4. CONCLUSIONS 


» The RXTE light curve (Fig. 3) shows that the flux varied by approximately a factor of 10 
on timescales of days to weeks. It was previously thought that this AGN went through an 
extended period of quiescence over many years, followed by a ‘rebuilding’ of the accretion disk 
(see §1). However, in less than a year the RXTE data covered nearly the entire dynamic range 
in flux seen in the historical data (Fig. 1), suggesting short-term flaring activity as opposed 
to long-term changes in accretion activity. Historically, when NGC 2992 was observed in 
a high-flux state, it exhibited properties of a type 1 AGN, such as broad optical lines and 
rapid X-ray variability, as opposed to when it was in a low-flux state during which it showed 
properties more consistent with a type 2 AGN. This transitioning behavior challenges the 
unified model and its theoretical predictions. 

• In most of the observations, an emission line was detected at ~ 6.4 keV, likely dominated by 
the Fe Ken emission line that is known to come from distant matter. The flux variability of 
the Fe line was much less than the continuum variability. Due to the poor energy resolution 
of RXTE , the measured intensity of the dominant line component likely has contributions 
from matter closer to the black hole (e.g., the accretion disk) as well. The best-fitting EW 
ranged from ~ 200 to ~ 1200 eV, which is consistent with the bulk of the line emission at 6.4 
keV having been unresponsive to continuum variability. 

• In the three highest luminosity observations, a highly redshifted (Ep e Ka ~ 5.6 keV), broad- 
ened Fe line dominated the spectrum and the 6.4 keV component was not detected. The 
redshifted line may be a signature of flaring activity from the inner disk, likely coming from 
within 100 gravitational radii of the black hole (see Fig. 13), where strong gravitational and 
Doppler effects are important. Although a distant-matter Fe K line component is not de- 
tected during the flares, it is not ruled out. While the high-luminosity observations may be 
dominated by flaring in the inner disk, both the low- and high-luminosity data allow for ad- 
ditional, persistent Fe K line disk emission from the whole disk, as seen by Suzaku (Yaqoob 
et al. 2007). The RXTE data are not sensitive to this persistent component. 

• Although the continuum luminosity varied by a factor of ~ 11, the slope of the power-law 
fit was consistent with no variability (weighted mean T ~ 1.7). In terms of Comptonization 
models, this implies a roughly constant y-parameter, a fact which must be explained by any 
general model of accretion onto a supermassive black hole. 

Future monitoring of NGC 2992 with higher spectral resolution will be able to resolve the Fe K 
line complex and will improve our understanding of the accretion disk and the structure in general 
of this source. Observations at higher energies (which will allow us to determine constraints on 
the plasma temperature and therefore the Compton y parameter), combined with multi- waveband 
monitoring will be critical to constraining black hole accretion models. 
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APPENDIX 

Most of the RXTE data sets of NGC 2992 show a dip in both the PCU 0 and PCU 2 spectra 
near 8-9 keV (see §3.4). The strength of this apparent absorption feature relative to the continuum 
appears to be variable, with the center depth reaching 0-30% below the continuum (see Fig. 9). 
Although there does not appear to be a simple relation between source flux and dip strength, 
the dip is always weak (~ 10%) in the high-flux spectra and is stronger in most of the low-flux 
spectra. However, group 6 (see Fig. 3), which was a low-flux observation where the Fe K line was 
not detected, does not show the dip. 

We believe that the dip may be an artifact of the background subtraction model in RXTE . 
The main evidence for this comes from the Suzaku observations of NGC 2992, which were quasi- 
simultaneous with the RXTE group 5 observations (see Fig. 3). Group 5 is one of the groups with 
the strongest dip, yet the Suzaku data did not detect the feature. Fig. 15 shows the confidence 
contours of the EW of the feature (when fitted with an inverse-Gaussian model) versus its intrinsic 
width for the RXTE group 5 data along with the 99% confidence upper limit constraints on the 
Suzaku data (dotted line). Since the 99% confidence contours for the RXTE and Suzaku data do 
not overlap, the presence of the dip in the Suzaku data is ruled out. We found further evidence 
that the dip is an artifact by examining some observations of 3C 273 and 3C 279 made in 2005. We 
found the same feature in many of the spectra of these sources, but its strength ranged from 0% to 
only roughly 10% of the continuum. Note that attempts to fit the dip feature with astrophysical 
models (such as absorption edges) failed to account for the residuals. 

As far as we know, such a dip in the 8-9 keV continuum has not been reported for other 
RXTE sources in the literature. For example, Rothschild et al. (2006) presented RXTE data for 
Cen A from observations made much earlier than those of NGC 2992 but they did not detect the 
dip feature. Therefore, if the dip is an artifact in the RXTE data, it appears to be an inadequacy 
of one background model for more recent data. 
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Fig. 1. — Light curve of the historical NGC 2992 observations, including the present RXTE cam- 
paign. The 2-10 keV flux varies by a factor of ~ 20 during this ~ 30 year period. 
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Fig. 2. — (a) PCU 0 vs PCU 2 measurements for the photon index, P, obtained from the power-law 
plus Gaussian fits (§3.1). The dotted line represents T(PCU 0)=r(PCU 2). (b) PCU 0 vs. PCU 
2 measurements for the intensity of the Fe Ka line, obtained from the same fits. The dotted line 
represents Ip e /r a (PCU 0)=lp e k- q (PCU 2). 
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Fig. 3. — The 2-10 keV light curve from the 24 RXTE observations. Groups 1-6 are identified 
as follows: filled circles: group 1, stars: group 2, squares: group 3, triangles: group 4, diamonds: 
group 5, open circles: group 6. Crosses represent quasi-simultaneous Suzaku observations. 
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Fig. 4. — Plot of T vs. 2-10 keV flux for the combined PCU 0 + PCU 2 data (open and filled 
circles). Open circles identify those observations in which the centroid energy and the width of the 
Fe K line had to be fixed due to weak line detection (see Table 1). Measurements for groups 1-6 
are given by crosses. The measurement for group 3+4+5 is given by an open triangle. The dotted 
line corresponds to the weighted mean value of F = 1.732. 




Luminosity (2-10 keV) 

(10 43 erg s -1 ) 

Fig. 5. — Centroid energy of the Fe K a line vs. 2-10 keV luminosity. See Fig. 4 caption for 
explanation of symbols. The dotted line corresponds to the rest energy of the Fe K line from 
neutral Fe, 6.4 keV. 
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Fig. 6.— Intensity of the Fe Ka line vs. 2-10 keV lnminosity. (a) Combined PCU 0 + PCU 2 
measurements. Open circles identify those observations in which the centroid energy and the width 
of the Fe K line had to be fixed due to weak line detection (see Table 1). (b) As above, for the 
grouped data (crosses). The measurement for group 3+4+5 is represented by an open triangle, (a, 
b) Theoretical curves for the Compton-thin case with (^|p-) ( ) = 0-L 5, and 10 (solid 

lines) and for the Compton-thick case with [^jf L )EW = 100, 250, 500, 750, and 1000 eV (dashed 
lines) are overlaid (see §3.3). 
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Fig. 7. — Results of PCU 0 + PCU 2 model fits vs. time (see §3.1). For the fraction of the 
Eddington luminosity ( L/Lsdd ), a black hole mass of 5.2 x 10 7 Mq was assumed. Also shown are 
the energy of the Fe K a line in keV, the intensity of the Fe Ka line in 10 -5 photons cm -2 s -1 , and 
the photon index. The energy of the Fe Ka line was fixed at 6.4 keV for the last three observations 
(22, 23, & 24) since the line was not significantly detected in these data sets. The dotted lines refer 
to 6.4 keV in the Ep e k a plot and the weighted mean values of /p e k a an d T in their respective 
plots. 
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Fig. 8. — Equivalent width of the Fe Ka line vs. 2-10 keV luminosity. See Fig. 4 caption for 
explanation of symbols. 
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Fig. 9. — Plots of the ratios of the grouped data to a simple model. The model includes a power- 
law continuum and Galactic absorption only. The y-axis scales are inconsistent in order to clearly 
display the spectral features. 
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Fig. 10. — Plots of the ratios of the grouped data a model including Fe K a line emission. The model 
includes a power-law continuum and Galactic absorption plus a Gaussian component to model the 
Fe K a line. 
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Fig. 11. — The 68%, 90%, & 99% confidence contours of the intensity of the Fe K a line versus its 
centroid energy for the high-flux group and the low-flux group (§3.4.2). 
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Fig. 12. — Constraints on a dual Gaussian-line model, fitted to the high- and low-flux data. Shown 
are confidence contour plots (68%, 90%, and 99%) of the intensity of a line with the centroid energy 
fixed at the best-fitting value found in the high-flux state (E = 5.6 keV) versus the intensity of a 
line with the centroid energy fixed at the best-fitting value found in the low-flux state ( E = 6.3 
keV) for the high- and low-flux groups. 
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Fig. . 14. — The 99% confidence contours of kT vs. r from a Comptonization model fitted to the 
total, 24-observation spectrum. The upper (dotted) contour was obtained with a model that did not 
include Compton reflection. The model used to obtain the lower (solid) contour included Compton 
reflection with R fixed at 1.0 (see §3.4.3). 
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Fig. 15. — Confidence contours (68%, 90%, & 99%) of EW versus intrinsic width of the 8-9 keV 
feature for group 5 of the RXTE data for NGC 2992. The 99% confidence, upper limit contour of 
the feature for quasi-simultaneous Suzaku data is shown as dotted line. 



Table 1. NGC 2992 


Obs Start a End a 

1 04/03/05 13:27:23 04/03/05 

2 18/03/05 17:18:35 18/03/05 

3 21/03/05 08:16:11 21/03/05 

4 05/04/05 10:07:39 05/04/05 

5 20/04/05 12:12:27 20/04/05 

6 05/05/05 07:37:31 05/05/05 

7 08/05/05 06:25:15 08/05/05 

8 18/05/05 10:11:15 18/05/05 

9 02/06/05 07:32:11 02/06/05 

10 16/06/05 06:30:35 16/06/05 

11 01/07/05 03:34:35 01/07/05 

12 16/07/05 03:57:31 16/07/05 

13 29/07/05 03:19:39 29/07/05 

14 10/08/05 03:07:55 10/08/05 

15 12/09/05 22:44:27 12/09/05 

16 27/09/05 00:55:55 27/09/05 

17 14/10/05 01:45:31 14/10/05 

18 29/10/05 19:13:31 29/10/05 

19 13/11/05 22:35:23 13/11/05 

20 28/11/05 22:34:03 28/11/05 

21 13/12/05 17:55:07 13/12/05 

22 28/12/05 19:46:51 28/12/05 

23 12/01/06 18:06:34 12/01/06 

24 28/01/06 09:52:11 28/01/06 

a Universal time 

b Exposure time is given in seconds 
c Count rate is given in counts s -1 


Observation Log 



Exposure 

b Count Rate c 

14:20:27 

6368 

10.590 ± 0.064 

17:31:07 

1504 

2.287 ± 0.106 

08:54:51 

4640 

2.730 ± 0.062 

10:57:47 

4928 

7.467 ± 0.068 

12:57:47 

5440 

1.326 ± 0.055 

08:28:43 

6144 

3.646 ± 0.055 

07:04:59 

4576 

3.673 ± 0.063 

11:14:43 

5216 

8.084 ± 0.068 

08:16:11 

5280 

1.555 ± 0.055 

07:24:27 

6464 

1.350 ± 0.051 

04:27:55 

6400 

0.802 ± 0.050 

04:35:07 

4512 

1.203 ± 0.060 

04:10:03 

6048 

3.402 ± 0.056 

04:01:31 

6432 

2.841 ± 0.053 

23:35:07 

5600 

1.882 ± 0.053 

01:46:51 

6112 

1.322 ± 0.051 

02:39:07 

5600 

0.886 ± 0.055 

20:03:07 

5632 

1.013 ± 0.054 

23:23:07 

5728 

1.970 ± 0.054 

23:27:23 

6400 

1.687 ± 0.051 

18:45:31 

6048 

1.827 ± 0.055 

20:30:35 

5248 

1.278 ± 0.057 

18:59:54 

6400 

0.850 ± 0.051 

10:45:31 

6368 

1.882 ± 0.053 





Table 2. NGC 2992 RXTE Fit Results 
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e Intrinsic width of the Fe Ka line (keV) 
intensity of the Fe Ka line ( 10~ 5 photons 



g Equivalent width of the Fe Ka line (eV) 
h X 2 for the model 
‘Degrees of freedom 

^The values of 1 — ^ correspond to the probability of obtaining the observed x 2 or higher from statistical 
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